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GEORGE    WASHINGTON 


-*■ — ♦ — 4- 


First  president  of  the  United  States.  Born  at  Bridges  Creek, 
Westmoreland  County,  Virginia,  February  22Rd,  1732.  Died  at 
Mount  Vernon,  December  14th,  1799.  Inaugurated  at  New  York, 
April   30th,    1789,  and  served  two  terms. 
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JOHN    ADAMS. 


Second  president  of  the  United  States.  Born  at  Braintree,  now 
Ouincy,  Massachusetts,  October  19th,  1735.  Died  there  July  4th, 
1826.     Inaugurated  March  4th,    1797,  and  served  one  term. 
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THOMAS   JEFFERSON 


-»— ♦ — «- 


Third  president  of  the  United  States.  Born  at  Shadwell,  after- 
wards called  Monticello.  Virginia,  April  2nd,  1743.  Died  there  July 
4th,    1826.     Inaugurated  March  4th,    1801,  and  served  two  terms. 


JAMES    MADISON 


-> — ♦— «- 


Fourth  president  of  the  United  States.  Born  at  Port  Conway^ 
King  George  County,  Virginia.  Died  at  Montpelier,  Virginia,  June 
28th,    1836.     Inaugurated  March  4th,    1809,  and  served  two  terms. 
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JAMES    MONROE. 


Fifth    president    of  the    United    States.     Born    on    the    Potomac, 

Westmoreland    County,  Virginia,    April    28th,    1759.      Died    at    New 

York,    July   4th,    1831.  Inaugurated    March    4th.    181 7,  and    served 
two  terms. 
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JOHN   QUINCY   ADAMS. 


Sixth  president    of   the    United    States.  Born   at  Braintree,  now 

Ouincy,     Massachusetts,    July     iith,     1767.  Died    at     Washington, 

February    23rd,    1848.      Inaugurated    March  4th,    1825,   and    served 
one  term. 
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ANDREW   JACKSON 
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Seventh  president  of  the  United  States.  Born  at  Waxhaw, 
South  Carohna.  March  15th,  1767,  Died  at  the  hermitage,  near 
Nashville,  Tennessee,  June  8th,  1845.  Inaugurated  March  4th,  1829, 
and    served  two  terms. 
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MARTIN    VAN    BUREN. 


Eighth  president  of  the  United  States.  Born  at  Kinderhook, 
New  York,  December  5th,  1782.  Died  there  July  24th,  1862.  In- 
augurated March  4th,   1837,  and  served  one  term. 
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WILLIAM  HENRY  HARRISON. 
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Ninth  president  of  the  United  States.  Born  at  Berkeley, 
Charles  County,  Virginia,  February  9th,  1773.  Died  at  Washington, 
D.  C,  April  4th,  1841.  Inaugurated  March  4th,  1841.  and  served 
one  month. 
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JOHN    TYLER 


Tenth  president  of  the  United  States.  Born  in  Charles  City 
County,  Virginia,  March  29th,  1790.  Died  at  Richmond,  Virginia, 
January  17th  1862.  Was  vice-president  and  became  president  on 
the  death  of  Wilham  Henry  Harrison,  April  4th,  1841.  Served 
until   1845. 


JAMES    KNOX    POLK 


Eleventh  president  of  the  United  States.  Rorn  in  Mecklenburg 
County,  North  Carolina,  November  2nd,  1795.  Died  at  Nashville, 
Tennessee,  June  15th.  1849.  Inaugurated  March  4th,  1845,  and 
served  one  term. 


ZACHARY   TAYLOR. 


Twelfth  president  of  the  United  States.  Born  in  Orange  County, 

Virginia,   September    24th,    1784.       Died    at  Washington,   D.  C,  July 

9th,    1850.       Inaugurated    March    5th,    1849,  and  served    only    a    few 
months. 
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MILLARD    FILLMORE. 


Thirteenth  president  of  the  L'nited  States.  Born  at  Summer 
Hill,  Cayuga  County,  New  York,  January  /th,  1800.  Died  at  Buffalo, 
1874.  Was  vice-president,  and  on  the  death  of  Zachary  Taylor, 
became  president  and  served  until    1853. 
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FRANKLIN    PIERCE. 


Fourteenth  president  of  the  United  States.  Born  at  Hillsborough, 
New  Hampshire,  November  23rd,  1804.  Died  at  Concord,  New 
Hampshire,  October  8th,  1869.  Inaugurated  March  4th,  1853,  and 
served  one  term. 
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JAMES    BUCHANAN 


Fifteenth  president  of  the  United  States.  Born  in  F"rank]in 
County,  Pennsylvania,  April  23,  1791.  Died  at  Wheatland,  near 
Lancaster,  Pennsylvania,  June  ist,  1868.  Inaugurated  March  4th, 
1857,  and  served  one  term. 
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ABRAHAM    LINCOLN. 


Sixteenth  president  of  tlie  United  States.  Born  in  Larue  County, 
Kentucky,  February  12th,  1809.  Died  April  15th,  1865.  by  the  hand 
of  the  assassin,  J.  Wilkes  Booth.  Inaugurated  March  4th,  1861, 
and  served  one  term  and  was  re-elected  for  the  second. 
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ANDREW   JOHNSON 


->— ♦ — <- 


Seventeenth  president  of  the  United  States.  Born  at  Raleigh, 
North  CaroHna,  December  29th,  1808.  Died  1875.  On  the  death 
of  President  Lincoln,  he  became  president  and  served  one  term. 
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ULYSSES   SIMPSON    GRANT. 


Eighteenth  president  of  the  United  States.  Born  at  Point 
Pleasant,  Ohio,  April  27th,  1822.  Died  on  Mount  McGregor,  near 
Saratoga,  New  York,  July  23rd,  1885.  Inaugurated  March  4th,  1869, 
and  served  two  terms. 


RUTHERFORD  BIRCHARD  HAYES. 
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Nineteenth  president  of  the  United  States.  Born  in  Delaware, 
Ohio,  October  4th,  1822.  Inaugurated  March  5th,  1877,  and  served 
one  term. 
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JAMES   ABRAM    GARFIELD, 


Twentieth  president  of  the  United  States.  Born  at  Orange, 
Cuyahoga  County,  Ohio,  November  19th,  1831.  Inaugurated  March 
4th,  1 881;  and  on  July  2nd,  1881,  he  was  shot  by  the  assassin. 
Charles  Guiteau,  He  died  at  Klberon,  New  Jersey,  September 
19th,   1 88 1. 


'r'  w'^'^H^ 


CHESTER   ALAN    ARTHUR. 


Twenty-first  president  of  the  Ignited  States.  Born  In  Fairfield, 
Franklin  County,  Vermont,  October  5th,  1830.  Died  in  New  York 
City,  November  18th,  1886,  Became  president  on  the  death  of 
President  Garfield,  July   20th,    1881,  and  served  one  term. 
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GROVER   CLEVELAND. 


Twenty-second  president  of  the  Ignited  States,  Born  in  Caldwell, 
Essex  County,  New  Jersey,  March  i8th,  1837.  Inaugurated  March 
4th,    1885,  and  served  one  term. 
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BENJAMIN    HARRISON. 


►      ♦      4 


Twenty-third    president    of  the    United   States,        Born    in   North 
Bend,  Ohio,  August  20th,    1833.     Inaugurated  March  4th,    1889. 
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